TACTICAL RESPONSE REPORT/Chicago Police Department 


t, DATE OF INCIDENT 

01-1MAY-2015 


TIME 2. ADDRESS OF OOCURRENCS 

O3;22:0O S40 W 43RD ST CHICAGO, IL 60609 



S, POSITION 

e, LAST NAME 

7. FIRST NAME 

6 STAR NO. 

9, SEX 

ID. RACE CODE 

9161 

DAVIS 

ROTHIEL L 

17558 

53°1 >4 

BLK 



DATEOFAPPT, 

05-DEC-t994 


2)0, LAST NAME 

HOGAN 


ADDRESS 


.15, EMPLOVEENO 


IB, UNIT & BEAT OF ASSlGNMEMT 

001 I 0133HR 


IT?, DUTY STATUS 


001 


21. FIRST NAME 

TERRANCE 


I 28. TSLEPHONE NO. 


uzi' 


\n. SEX 24, RMUS 

1 



as. MEMBER INJURED? 


33, WHERE WAS MEDICAL TREATMEnfT OBTAINED? 

34 BY WHOM? 


MERCY HOSPfTAL AND MEDICAL CENTER 

DR. 




30. WAS SUBJECT ARMEOlpmEARM' S0«LAUTQMATIC. 

_ OTHER I9PKJFV) 

[^01 Yes I | ogWQ 


(3S.CONOmON I Irt-tA 


51. SUBJECT INJURED? 
1^01 Yes [~^ De No 


1S, MEMBER IN UNIFORM? 


26. rfT. 27. WT. 

608 170 


:D? (32. SUBJECT AUEGED INJURY? 


' PLEASE SEE NEXT PAGE ' 


LZj Normal 

Ho«plUliEad 0i4.NcitHaapftsii»d 


Qdna ar, cb.no. 

"* 19106963 



PASSIVE RBSISTER 


DID NOT FOLLOW 
VERBAL DIRECTION 


STIFFENED 
(DEAD WEIGHT) 


CD O 

S < OTHER. 


ACTIVE f^lSTEA 


fled 

PULLED AWAY Q 

OTHER __ 


ASSAILANTtAA&AULT 


, IMMINENT THREAT 

I OFfiATTERY 


OTHER OPF CMARQED INTO MEN 


VERBAL COMMANDS 

S ESCORT HOLDS Ij 

W § WRISTLQCK J 

S Cu ARMBAR M 

i — I 

!g LU PRESSURE SENSITIVE AREAS ] 

S CC {bs 

CONTROL INSTRUMENT [” 

OC/CMEMICAL WEAPON I 

W/AUTHORI3ATION '— 

OTHER 


OC/CHSMICAL WEAPON AUTHORIZED BV (NAME) 


OPEM HAND STRIKE 

□ 

TAKE DOWN / eMERGfiNCY 


HANDGUFFIWG 

LJ 

OC CHEMICAL WEAPON 

□ 

CANINE 

□ 

TASER (Pnjbs Dischffreaj 

□ 

TASER (Centad Slun) 

□ 

TASER (SpiitK Dtqpl^ryad) 

n 

OTHER FOOT PURSUIT. 



AfiSAILAKrtBATTCRY 


ATTACK WITH WEAPON pi CaSSe 

GREAT ao 

ATTACK WITNOUT ^ WEAPON 

WEAPON Li 'nenruti 

OTHER OFF CAUSED PRC'S GU N OTHER SJ 


FIREARM 


j^iMVeis QoSNo 


[ ] as UiKier Irifliwnoa 
Reftjspd Metlical Aki 


ASeAlLANDCEASLY FORCE 


USES FORGE LF^LV TO ,—, 
CAUSE DEATH OR [_] 

GREAT aODILY HARM 


ELBOW STRIKE 

□ 

KNEE STRIKE 

□ 

CUOSED HAND 
STRlKEiPUNCH 

□ 

KICKS 

□ 

IMPACT WEAPON 
(Dsscrlbfr in Bbx 40) 

□ 

IMPACT MUNIDON 
{Da«cnbe In Box 43) 

□ 

OTHER DREW HIS FIREARM. 




1^ 



41. WEAPON TYPE 

iXl 04 SEMI.AGTO PISTOL 

1 1 01 REVOLVES 

[ 1 06 OMEMIC,^ WEAPON 

1 1 02 RIFLE 

1 1 OB TASER (Prota Elschaaje) 

( 1 03 SHOTGUN 

1 1 07 OTHER 


42 WCIoeMT OCCURRED 
I ] Indoors ^ Ouldoors 


' 45. UGHTINC CONDITIONS □ O'! CieyligM 
Q 02NJgW D 03 Dawn Q 04 Dusk 
o 05 PoorArtiflclsI g] 06 Good Arilflcial 


44. WEATHER CONDITIONS 

CLEAR 


45, MAKE/MANUFACTURER 
ewnHftWEMON 4)S>(BOCY€UAR&,CHlEF 
SPECIAL) 


I. TAS6R DART ID NO, 


54, SPECIAL WEAPON CERTIFICATE NO. 


SO, WEAPON SERIAL Ng, (Include LaUars) 

VCD1287 


55. PROPERTY INVENTORY NO. 


S1 CNICA60GUNREG.no. 

0659654 


66, TYPE OF AMMUWTlOM USED 

Department Issued 


47. BARREL LENGTH 

h" ^ 


|Sa, IL FIREARM OWNER ID. MO. 


{ ST.NO. OF WEAPONS DISCHARGED BY 
THIS MEMBER. . 


48. CALIBER/iSALiGE 

9 MM 


53, KANOGUN CERTIFICATE NO. 


{53, TOTAL NO. OF SHOTS MEMBER 
FIRED 


53, WHO F IREb FIRST SHOT n 03 OTHER (SPECIFY) I SO. WAS FIREARM RELOADED 61. NO OF CARTRIDGESJ 162. HOW’WAS MEMBER’S HANDGUN WORN Q {« OTHER (Specif 

^ ^ I DURING JNCIDENT SHOT SHELLS ,% I „ 

|g 01 MEMBER 0 02 OFFENDER | Q 01 YES g 02 NO RELOADED 0 | ® 01RT, SIDE (WAIST) □ 02 LT, SIDE (WAIST) 


63. HOW Was MEMBER'S HANDGUN ORAVW Q 03 OTHER (Specify) 

gjfll STRONG SIDE DRAW Q 02 CROSS DRAW 

68, DESCRIBE PROTECTIVE COVER USED (UGHT POLES. OCMDRWAYS. CAR, FURNirURE. ETC) 

NONE 

68, PERSONKJS jeer STRUCK AS RESULT OF THE DISCHARGE OF MEMBERS WEAPON 
|g 01 PERSON □ 02 OBJECT □ 03 BOTH Q M UNKNOWN 


-.SPECIFY MeTHOD/EQUiPMENT USED TO RELOAD DNA 


«7. DISTANCE BETWEEN INVOLVED MEMBER S OFFENDER WHEN FIRST SHOT WAS FIRED 
iS 07 9 . 05FT. □ WOS-IOFT. □ O310-16ET. Q 04 OVER 1S FT. 


«S. POSITION OF MEMBER DISCHARGING WEAPON (g 01 STANDINS Q UELVMSDOWN 
□ MSimNQ O 04 KNEELING □ 06 OTHER {SPECIFY) 


72. 

NOTIFICATIONS (OC OR TASER INCIDENT): 

□ OEMC 

Q DSS & LT./DIST. OF OCCUR. 

□ CPIC 


se 

NOTIFICATIONS {FIREARM INCiOENT): 

® OEMC 

g] DSS/DIST. OF OCCUR SOClC 

g] CPIC 

SI DET.DIV. 

g| 

Members will ensure that all required notifications and ail witnesses to this use of force are documented In the appropiate case report. 


CO 

73. REPOTYTING MEMBER (Pfinl Namn) 

DAVJS, ROTHIEL L 

STARiEMPLOVeE WO, 

LU 

X 

01-MAY-201512:08:49 




Reviewing supervisor wi(f ensure the legibility and completeness of this report and attest by entering the required information below. 


?4. REVIEWING SUPERVISOR (Plipl Nama) STAR NO. 

RUIZ, BERSCOTT F 382 


CP0.11.S7T (REV. 3/88) 



IVid 


Attachment 



itarisifgss 


■ONAH3A3’02! 

































































SUBJECT 

INFORMATION 








LIEUTENANT OR ABOVeOCIC REVIEW 

THE OH-CAU. INCineNT COWMAN HER (IXIC) WILL COMPLETE THE REVIBW SECTION FOR 1.) ALL INCIDENTS INVOLVING THE DISCHARGE OF A FIREARM BV A DEPARTMEMT MEMBER; 2.) ALL lflCIDE^fTS 
INVOLVING THE SERIOUS INJLiW OR DEATH OFAMEMBEROF THE PUBLIC SUBSEOUENT TO INTERACTIONS WITH A DEPARTMENT MEMBER; 3.) ALL INCIDENTS INVOUANG THE DISCHARGE OF IMPACT 
MUNITIONS BT A DEPARTMENT MEMBER; 4) ANV LESSER USE OF FORCE BY A DEPARTMENT MEMBER WHEN THAT USE OF FORCE STEMS FROM THE SAME INCIDENT DESCRIBED HERE IN 1 THROUSH 

3 - 

THEASSICNEDINVESTIGATINQ SUPERVISOR THE RANK OF LIEUTENANT OR ABOVE FROM THE DISTRICT OF OCCURRENCE VyiLL CCHlIPLEIE THE REVIEW SECTION FOR ALL OTHER INCIDENTS, 


76 SUBJECTS STATEMENT REGARDINS THE USE OF FORCE | j ENA | | REFUSED |X1 INTERVIEW NOT CONDUCTED (StBCIV Resam) 

Subject hospitafized at the time of this report 


76. LIEUTENANT OR AEOVBOCIC RATIONALE FORBOX77FIND1WG 

Based upon the information available at the time of this report, it is the prellminaty determination of the undersigned that Ofc. DAVI3, Rothial #755B acted in 
compliance with Department poiicy. Ofc. DAViS conducted a traffic stop of a vehicle that was identified as an offenders vehicle which was used in an Armed 
Robbery. After curbing the vehicle the occupants were ordered out of the vehicle. Subject HOGANS, Terrance IRN 1742469 exited the vehicle on the front 
passenger side holding a container at his waist. HOGANS was ordered to drop the container and show his hands. HOGANS dropped the container and at this 
time DAVIS observed a dark colored handgun in HOGANS waistband. HOGANS then rushed at DAVIS striking him in the arms and chest causing DAVIS'S 
weapon to discharge. HOGANS was pursued but made good his escape bLit not before discarding his weapon which was promptly secured. Approximately 45 
minutes later an individual walked into Mercy hospital with a gunshot wound to his arm and chest (HOGANS). HOGANS was identified as the subject who 
struck Ofc. DAViS and as one of the offenders in the aforementioned Robbery. 

Log# 1074934 
U# 15-007 


77. LIEUTENANT OR ABOVE/OCIC FINDING BASED JPON CURRENTLY AVAILABLE INFORMATION: I 

g \ HAVE CONCLUOED THAT THE MEMBER'S ACTIONS 

n I HAVE CONCLUDED THAT FURTHER tMVESriGATIONfSReCJtJIReD. 1 

WERE IN COMPLIANCE W!T>i OEPARTMEnT 

PROCEDURES AND DIRECTIVES. 

lognojcrno. 1074934 cctaineq 





7S. TOTAL TRR's THIS EVENT No 

4 













